Sextuple newspaper press which is capable of printing up to 64,000 twelve-page papers,
26J ins. by 19^ ins., per hour, folded to half-page size and counted in quires. It will produce
papers up to 24. pages at the rate of 32,000 copies per hour, also folded and counted in quires.
A, B, C. Reels for paper four pages in width. D, E, F. Kate-carrying cylinders printing
on one side of the paper. G, H, K. Similar cylinders printing on the other side of the paper.

After passing G, H, K, the paper from each reel is cut into two-page width, and the biA
strips are gathered together at L. M. The " former," which gives the first fold to the sheet.
N. Folding and cutting cylinders, which cut the paper and give to it the final fold before it is
delivered to the folding band. The motive power is supplied at O by an electric motor which
is situated in a pit under the floor. A sextuple press carries eight plates on each cylinder
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